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_Thia Notice Expires 1 August 1962 


FITHES REPCRT 


REVISED FITNBSE A. 


1. The Fitness Report Form has recemily been revised to improve 
ite usefulness. ‘The principal clmmgee sxe a geweral slupiivication 
andi adoption of precisely defined rating suandards. 


2. An initial supply of the revised vom is being forwarded to 
fiela stations ané bases with this notice. Previous editiaw should 
no longer be used. Additional supplies of tie revised from may be 
obtained from headquarters. 


FOR THE DIRECTOR 
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